YUYAO PRETTY HOME SANITARY WARES CO., Ltd. 


ABS Grab Bar 



Color: white or blue 
Diameter: 32mm 


Size :30cm, 45cm, 60cm 
Type: Conceal screw 
Package: polybag, blister 


Item: 

Size 

JM3212abs 

30cm 

JM3218abs 

45cm 







JM3224abs 


60cm 


Polish L Shape Grab Bar 



Color: polish 

Diameter: 25mm, 32mm, 38mm 

Size: 30cmx30cm, 40x40cm 

Type: Conceal screw 

Package: polybag, blister, window box 


Item: 

Dia 

Size 

JML251212p 

25 

30cmx30cm 









JML251616p 

25 

40cmx40cm 

JML321212p 

32 

30cmx30cm 

JML321616p 

32 

40cmx40cm 

JML381212p 

38 

30cmx30cm 

JML381616p 

38 

40cmx40cm 


Nylon Angle Grab Bar 



Material: Stainless steel inner tube, abs and nylon outer tube 
Color: white 
Diameter: 35mm 


Size:30cmx30cm 










Type: Conceal screw 

Package: polybag, blister, window box 










